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Orange silica gel desiccant is a powerful and versatile material that 
keeps cleanrooms free from moisture. Cleanrooms are highly 
regulated and carefully monitored rooms used to produce medical 
devices, food and beverages, and other sensitive items. To maintain 
cleanliness and sterility, the humidity levels must be kept ata 
consistent level. 
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The indicating silica gel beads have been a popular choice for 
controlling moisture in cleanrooms for many years. This desiccant is a 
natural mineral with strong absorbent properties and silica particles 
bound together with an orange gel that helps keep them in place. 
Orange silica gel desiccant has a high affinity for moisture and can 
absorb up to 40% of its weight in water. This makes it an ideal 
material for controlling humidity levels in a clean room. 


The performance of moisture-absorbing beads is also enhanced 
because they are non-toxic and non-corrosive. This makes them safer 
to use in cleanrooms, as they avoid introducing contaminants into the 
cleanroom. Additionally, the orange silica gel beads don’t generate 
dust or particles, which can lead to issues in some cleanrooms. 


Our orange silica gel desiccant is available in 2-5mm, 3-5mm, and 4- 
8mm sizes to meet the needs of different applications. It can be 
purchased in bulk or small sachets. These sachets of silica gel beads 
can be placed in areas where moisture might accumulate, such as in 
the corners of a room, near windows, and around doorways. Our 
moisture-absorbing beads can also be placed inside equipment to 


absorb moisture. 


Therefore, using our orange silica gel desiccant in cleanrooms can 
help maintain a desired humidity level and reduce the risk of 
contamination. The beads are also easy to use and can be replaced 
easily. For these reasons, our moisture-absorbing beads remain a 
popular choice for controlling moisture in cleanrooms. 


Send Inquiry Now 


Sorbead India 
304-307, Ill Floor, Prayosha Complex, Next to Hyundai Motor Showroom, Chhani 
Jakat Naka, Vadodara - 390024 Gujarat, India., 
For more info 


https://www.silicagel-desiccant.com/ 
sales@silicagel-desiccant.com 


